Message 


From: Corbett, Kate (DPH) 

Sent: 7/26/2012 12:07:39 PM 

To: Burr, Philip (NFK) [/o=commonwealth of massachusetts/ou=massmail- 

01/cn=recipients/cn=philip.burr(5>massmail.state.ma.us] 

Subject: RE: Commonwealth v. 

Hi 

The testing is complete. I am just waiting for the technical review to be completed by a senior chemist. Once that is done 
will send you the data. 

Kate 



From: Burr, Philip (NFK) 

Sent: Wednesday, July 25, 2012 4:48 PM 
To: Corbett, Kate (DPH) 

Commonwealth 

Hello. 

It is my understanding that you recently conducted the re-testing of the drugs in the case named above. The original lab 
numbers I am the prosecutor. The case is scheduled for trial in Norfolk Superior 

Court beginning August 27 th . I'm hoping to get a copy of the new drug certs and lab notes as soon as possible so I can 
provide them the defense in advance of trial. Thank you very much for getting these items retested so quick. 

I will send you a summons this week. I will accommodate your schedule in terms of what day and time you're available 
to testify. My work cell Please let me know if you require further information from me. 

Thank you very much, 

Philip Burr 

Assistant District Attorney 
Norfolk County 
45 Shawmut Road 
Canton, MA 02021 
Phone: 781.830.4800 
Fax: 781.830.4801 
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